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FIRE & RESCUE TARIFFS 


Ref 

Tariff/Fee Description 

2016/2017 

2017/2018 

% Increase 

Remarks 

A 

Personnel 






Chief Fire Officer 

R271.00 

R288.00 

6.1% 

per hour or part 
thereof 


Deputy Chief Fire Officer 

R 244.00 

R 259.00 

6.1% 

per hour or part 
thereof 


Regional Commander 

R216.00 

R229.00 

6.1% 

per hour or part 
thereof 


Divisional Officer 

R 191.00 

R 203.00 

6.1% 

per hour or part 
thereof 


Per Officer 

R168.00 

R178.00 

6.1% 

per hour or part 
thereof 


Per Senior Fireman 

R 125.00 

R 133.00 

6.1% 

per hour or part 
thereof 


Per Junior Fireman 

R92.00 

R98.00 

6.1% 

per hour or part 
thereof 


(Times to be calculated from the time that 
the personnel left the station until the fire 
has been reported as extinguished.) 











B 

Vehicles / equipment /medium 





1 

Per vehicle or per fire pump per hour or 
part thereof calculated from the time that 
the vehicle has left the station until the fire 
has been reported as extinguished. 

R 801.00 

R 850.00 

6.1% 


2 

Per kilometer (Traveled to and from the 
incident per utility vehicle) 

R 9.00 

R 10.00 

6.1% 


3 

Rescue Boat 

R 422.00 

R 448.00 

6.1% 


4 

Wet Bike 

R 211.00 

R 224.00 

6.1% 


5 

Per portable pump (Real working time of 
pump per hour) 

R 104.00 

R 110.00 

6.1% 


6 

Per Fire hose (Per hour or part thereof) 

R 22.00 

R 23.00 

6.1% 


7 

Per ladder used per call 

R104.00 

R110.00 

6.1% 


8 

Real cost (VAT inclusive for consumable 
material 

used plus 20% as certified by the Chief 

Fire Officer 





9 

Using Hydraulic Platform per hour or part 
thereof 

R801.00 

R850.00 

6.1% 


10 

Using Compressor per hour or part thereof 

R 118.00 

R 125.00 

6.1% 


11 

Emergency Rescue unit per hour or part 
thereof 

R 801.00 

R 850.00 

6.1% 


Ref 

EXTINGUISHING OF FIRES (Excluding 
grass- bush-and rubbish fires) 

2016/2017 

2017/2018 

% Increase 

Remarks 

1 

Call out fee 






Industrial Fire (High Risk) 

R 2129.00 

R 2259.00 

6.1% 
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Ref 

Tariff/Fee Description 

2016/2017 

2017/2018 

% Increase 

Remarks 


Industrial Fire (Low Risk) 

R 1063.00 

R 1128.00 

6.1% 



Residential 

R 531.00 

R 563.00 

6.1% 



Institutions 

R 531.00 

R563.00 

6.1% 



Public Assembly 

R 531.00 

R563.00 

6.1% 



Commercial 

R 531.00 

R563.00 

6.1% 



Storage 

R 531.00 

R563.00 

6.1% 



Shack or Informal housing (Flat rate) 

R 107.00 

R114.00 

6.1% 

All costs included 


Heavy Motor Vehicle Fire 

R531.00 

R563.00 

6.1% 



Motor vehicle, motor bike, trailer with 
content 

R211.00 

R224.00 

6.1% 



Train 

R 1063.00 

R1128.00 

6.1% 



Lamp or electrical poles 

R211.00 

R224.00 

6.1% 



Transformers 

R531.00 

R563.00 

6.1% 



Tires or Stacks of tires 

R 2129.00 

R2259.00 

6.1% 



Where dumping down is necessary 

R 425.00 

R451.00 

6.1% 

per hour or part 

thereof 





6.1% 


2 

GRASS-. BUSH-AND RUBBISH FIRES 



6.1% 


A 

Call out fee 



6.1% 



Grass fires 

R531.00 

R563.00 

6.1% 



Rubbish fires 

R531.00 

R563.00 

6.1% 



Bales of feed or Hay stack (up to 50 cubic 
meters) 

R1063.00 

R1128.00 

6.1% 



Bales of feed or hay stack (more than 50 
cubic meters) 

R2129.00 

R2259.00 

6.1% 



Where dumping down is necessary 

R380.00 

R403.00 

6.1% 

per hour or part 

thereof 





6.1% 


3 

HAZARDOUS MATERIAL INCIDENTS 



6.1% 






6.1% 


A 

Call out fee 

R2012.00 

R2144.00 

6.1% 






6.1% 


4 

VEHICLE RESCUE (ACCIDENTS) 



6.1% 






6.1% 


A 

Call out fee 

R425.00 

R451.00 

6.1% 






6.1% 


B 

Power tools 



6.1% 



Breaking in equipment 

R104.00 

R110.00 

6.1% 

per hour or part 

thereof 


Jaws of Life 

R 425.00 

R451.00 

6.1% 

per hour or part 
thereof 


Above costs will only be charged if Power 
Tools were used 



6.1% 


A 

Call out fee 

R 425.00 

R451.00 

6.1% 




2016/2017 

2017/2018 

% increase 

Remarks 

6 

SPECIAL SERVICES (OTHER RESCUE 

ECT.) 
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Ref 

Tariff/Fee Description 

2016/2017 

2017/2018 

% Increase 

Remarks 

A 

Call out fee 

R 425.00 

R451.00 

6.1% 








7 

PROTECTION SERVICES (STANDBY 

SERVICES) 












Where the presence of the Fire department 
is compulsory with Fire pump and crew, 
the company responsible for the situation 
will be liable for the account. 

Where the presence of the Fire department 
is compulsory with Fire pump and crew, 
the company responsible for the situation 
will be liable for the account. 

























A 

Call out fee 

R948.92 

R1007.00 

6.1% 








8 

FILLING OF SWIMMING POOLS AND 

WATER TANKS 






Hydrants must be within 90m from 
swimming pool or tank 





A 

Basic levy 

R473.88 

R503.00 



B 

Per fire hose per hour period or part 
thereof 

R20.00 

R21.00 



C 

D 

Per kilometer (Calculated to and from the 
address 

per utility vehicle) 

R9.00 

RIO.00 



R801.03 

R850.00 

6.1% 

If a fire truck is required per hour or part 
thereof 



E 

The cost of the water as per ruling levy on 
residences 

R801.03 

R850.00 

6.1% 


F 

On Sundays and Public holidays 

R1601.94 

R1700.00 

6.1% 

per hour or part 
thereof 







9 

OTHER SERVICES 











A 

Testing and cleaning of Fire Extinguishers 
(Per item) 

R47.00 

R50.00 

6.1% 


B 

Recharging - up to 9 liters capacity - Cost 
of material 



6.1% 



Plus 

R47.00 

R50.00 

6.1% 


C 

Testing, repairing and sealing of fire hose 
and hose 



6.1% 



reels. 



6.1% 



1) Patching of Fire Hose per hose per 
patch 

R55.00 

R58.00 

6.1% 



2) Fitting of couplings - per coupling 

R42.00 

R45.00 

6.1% 


D 

Testing of Fire Hose per length of hose 

R42.00 

R45.00 

6.1% 


E 

Testing and sealing of Fire Hoses reels per 
reel 

R72.00 

R76.00 

6.1% 

























































2016/2017 

2017/2018 

% increase 

Remarks 

F 

Resealing of Fire Hose per reel 

R66.00 

R70.00 

6.1% 


G 

Attendance of Fireman in terms of section 

14 of the 






Standard by-laws relating to Fire Brigade 
services: 






1) Per entertainment, recreation meeting 
or other event 

R188.54 

R200.00 

6.1% 



Provided that in the case of any variety 
entertainment or stage show conducted on 
school premises or in a public hall in aid of 
school funds, no charges shall be charged 
for the attendance of a Fireman 

Provided that in the case of any variety 
entertainment or stage show conducted on 
school premises or in a public hall in aid of 
school funds, no charges shall be charged 
for the attendance of a Fireman 

Pumping of water from property: 




















H 






1) Light pump with a capacity of up to 

1125 1/min, 






per hour or part thereof 

R801.03 

R849.89 

6.1% 



2) Medium pump with a capacity of up to 
2250 1/min, 



6.1% 



per hour or part thereof 

R 801.03 

R 849.89 

6.1% 



3) Heavy pump with a capacity of up to 

4500 1/min, per hour or part thereof 

R 801.03 

R 849.89 

6.1% 


1 

Using Hydraulic Platform per hour or part 
thereof 

R 801.03 

R 849.89 

6.1% 


J 

Using Compressor per hour or part thereof 

R 119.68 

R 126.98 

6.1% 


K 

Emergency Rescue unit per hour or part 
thereof 

R 801.03 

R 849.89 

6.1% 


L 

Any other duty not mentioned under item 9 
per hour or part thereof 

R 211.16 

R 224.04 

6.1% 

per hour or part 
thereof 


Where the services of a Fire pump is 
needed 

R 801.03 

R 849.89 

6.1% 

per hour or part 
thereof 


(Per hour or part thereof calculated from 
the time the vehicle left the station until the 
service is reported to 
be completed.) 

(Per hour or part thereof calculated from 
the time the vehicle left the station until the 
service is reported to 
be completed.) 

Firebreaks per hour or part thereof 















M 

R532.16 

R564.62 

6.1% 



Where the services of a Fire pump is 
needed 

R 801.03 

R849.89 

6.1% 



(Per hour or part thereof calculated from 
the time the vehicle left the station until the 
service is reported to 
be completed.) 

(Per hour or part thereof calculated from 
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the time the vehicle left the station until the 
service is reported to 
be completed.) 









10 

FIRE PREVENTION 





A1 

Inspection on request 






Trade Licenses 

R104.16 

R110.51 

6.1% 

per hour or part 

thereof 


Residential 

R156.29 

R165.82 

6.1% 

per hour or part 

thereof 


Institutions 

R156.29 

R165.82 

6.1% 

per hour or part 

thereof 


Public Assembly 

R156.29 

R165.82 

6.1% 

per hour or part 

thereof 


Commercial 

R211.16 

R224.04 

6.1% 

per hour or part 

thereof 


Storage 

R211.16 

R224.04 

6.1% 

per hour or part 

thereof 


Industry 

R211.16 

R224.04 

6.1% 

per hour or part 

thereof 


Fire Work Display / Storage 

R211.16 

R224.04 

6.1% 

per hour or part 

thereof 


Re-inspection of premises - per re¬ 
inspection 






Trade Licenses 

R104.16 

R110.51 

6.1% 

per hour or part 

thereof 


Residential 

R156.29 

R165.82 

6.1% 

per hour or part 

thereof 


Institutions 

R156.29 

R165.82 

6.1% 

per hour or part 

thereof 


Public Assembly 

R156.29 

R156.29 

6.1% 

per hour or part 

thereof 


Commercial 

R211.16 

R224.04 

6.1% 

per hour or part 

thereof 


Storage 

R211.16 

R224.04 

6.1% 

per hour or part 

thereof 


Industry 

R211.16 

R224.04 

6.1% 

per hour or part 

thereof 


Fire Work Display / Storage 

R211.16 

R224.04 

6.1% 

per hour or part 

thereof 





6.1% 


A2 

Consultation 



6.1% 



Trade Licenses 

R104.16 

R110.51 

6.1% 

per hour or part 

thereof 


Residential 

R156.29 

R165.82 

6.1% 

per hour or part 

thereof 


Institutions 

R156.29 

R165.82 

6.1% 

per hour or part 

thereof 


Public Assembly 

R156.29 

R165.82 

6.1% 

per hour or part 
thereof 


Commercial 

R156.29 

R156.29 

6.1% 

per hour or part 

thereof 


Storage 

R211.16 

R211.16 

6.1% 

per hour or part 

thereof 


Industry 

R211.16 

R211.16 

6.1% 

per hour or part 

thereof 




























































Fire Work Display / Storage 

R201.32 

213.60 

6.1% 

per hour or part 

thereof 





6.1% 


B 

Transport permits 

R122.52 

R129.99 

6.1% 

by annually 





6.1% 



Premises Flammable Liquid 



6.1% 



Bulk Depots 

R340.68 

R361.46 

6.1% 

Annually 


Fillinq Stations 

R139.08 

R147.56 

6.1% 

Annually 


Dry cleaninq room 

R167.55 

R177.77 

6.1% 

Annually 


Spray Booth 

R129.04 

R136.91 

6.1% 

Annually 


Decanting Room (Filling of gas cylinders) 

R139.35 

R147.85 

6.1% 

Annually 


Handling or storage of LP Gas 

R139.35 

R147.85 

6.1% 

Annually 


Transfer of registration certificate 

R80.22 

R85.11 

6.1% 

Annually 

C2 

In respect of quantities 



6.1% 



_£— - « --- 

Up to including 2500 liters 

R139.35 

R147.85 

6.1% 

Annually 


Up to including 5000 liters 

R163.28 

R173.24 

6.1% 

Annually 


_L_-^-- 

Up to including 25 000 liters 

R191.48 

R203.16 

6.1% 

Annually 


Up to including 50 000 liters 

R360.64 

R382.64 

6.1% 

Annually 


Exceeding 50 000 liters 

R363.19 

R385.34 

6.1% 

Annually 
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